Head-Quarters,  Department  of  the  Tennessee, 

YOUNG'S  POINT.  LA..  MARCH  22,1868. 
GENERAL     ORDERS,-) 

NO.  18.  J 

Surgeon  Madison  Mills,  U.  S.  A.,  having  reported  for  duty,  is  hereby 
announced  as  Medical  Director  for  the  Department.  All  reports  and 
returns  required  by  existing  orders  and  Army  Regulations  will  bo  made 
to  him  at  these  Head  Quarters. 

By  Order  of  Maj.  Gkn.  U.  S.  Grant. 

JNO.  A.  RAWLINS, 

Assistant  Adjutant  General. 


[OrKiriAL  :] 

Assistant.  Adjutant  General. 


